• 
• 
AERO Design Ltd. 
WORK ORDER 


Date Opened: 
15 May 2013 


Job #: 
940 
Project: 
Ski Basket 
Type: 
AS350/AS355 


Approval: 
SH08-16 
Drawing List: 
DCL940-3, Rev. 0 


Fabrication and Assemblv Drawina(s) 
Description 
94010, Rev. 0 
Basket Ass'y 
94011, Rev. 0 
Basket Body Ass'y 
94012, Rev. 0 
Basket Lid Ass'y 
94023, Rev. G 
Attachment Hoop 
94030, Rev. 0 
Hoop 
84255, Rev. 1 
Handie Installation 
84261, Rev. 1 
Handie Bar Ass'y 
84262, Rev. 1 
Handie Bracket Ass'y 
70405, Rev. 3 
Lid Step Modification 


2013-17 


Complété materiai tracking information on attached pages. 


Work Order pre-compietion Inspection: 


Project is on Approval Limitation Record: 
Document Control List revision level matches (or exceeds) STC: 
Drawings revision levels match Document Control List: 


Y 


Y ^ 


Purchase order or Work order source is recorded for each part/ass'y: 
Tests and inspections specifically called out on drawings are complété: 
Release tags associated with ail fabricated parts are attached: 
AN mounting hardware and supplies are included: 


Y ^ 
Y y/A 
Y ^ 
Y 


List ail non-conformities raised: 


-Tc/a/c" AoCS 


;tor Signature: 
Date: 


Approved Manufacturing Facility 73-04 
Proœss Control Form 001 
Revision 2, July 2008 


AERO Design Ltd. 
WORK ORDER 


Drawing: 
Assembly: 
94010 
Revision 0 
94010-01 
Cargo Basket Ass'y (Quick-Release) 


Qtv Fer 
Fart# 
Description 
Material 
F.O./W.O. 


1 Total 
94010-01 
Cargo Basket Assembly 


. 1 
94011-01 
Basket Body Assembly 
Below 
. 1 
94012-01 
Basket Lid Assembly 
Below 
. 1 
84255-01 
Handie Bar Installation 
Below 
. 1 
36280-01 
Brace Assembly 
9-2081 Brace 
12059 
. 1 
MS20001F4 Piano Hinge 
12066 
. 1 
94027-01 
Placard 
0.063 Sheet, 6061-T6 Aluminum 
11102 
.4 
49205-14 Bumper 
Argus Industries Bumper 
11010 
.AIR 
CR3213-5-02 Cherry Rivet 
12055 
. 8 
CR3523-5-02 Cherry Rivet 
12087 
. 4 
CR3213-4-02 Cherry Rivet 
12032 
. 4 
96710-01 
Fitting 
Alternate to Ancra 40088-14 
WO2012-44 
.8 NAS1149F0663F 
Washer 
12052 
. 1 
AN3-15A 
Boit 
12052 
. 1 
AN3-17A 
Boit 
12052 
.3 NAS1149F0363F 
Washer 
12067 
. 2 
AN970-3 Washer 
12032 
.2 
MS21044N3 
Nut 
12032 


Checked 


Processes 
Fer 
Mat'Is Used 
inspection 
Signature 


Riveting 
AC43.13-1B 
OR Rivets 


Final Inspection 
Drawing 94010 
Jr. 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Proœss Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORK ORDER 


Drawing; 
Assembly: 
94011 
Revision G 
94011-01 
Basket Body Ass'y (Quick-Release) 


Qtv Per 
Part# 
Description 
Material 
P.O./W.O. 


1 Total 
94011-01 
Basket Body Assembly 
. A/R 
— 
Tube 
4130 Steel, yv x 0.035 Sqr. Tube 
12123 
. A/R 
— 
Tube 
4130 Steel, 72" x 0.035 Sqr. Tube 
12123 
.4 
94030-01 
Hoop 
4130 Steel, Va" x 0.035 Sqr. Tube 
12123 
.2 
94023-01 
Attachment Floop 
. . 1 
~ Tube 
4130 Steel, 72" x 0.035 Sqr. Tube 
12123 
. . 1 
~ Tube 
4130 Steel, 1.0" x 0.065 Sqr. Tube 
12045 
. . 1 
94023-05 
Stud 
1018 Mild Steel, 5/8" Dia. 
12056 
. . 1 
94023-07 
Stud 
1018 Mild Steel, 5/8" Dia. 
12056 
. . 1 
76423-04 Cap 
1018 Mild Steel, 0.050" Sheet 
9010 
. 1 
84262-01 
Handie Bracket Assembly 
Below 
. 1 
49215-01 
Spacer 
1018 Steel, 72" Rod 
12056 
.A/R 
y4-16F 
Mesh 
Expanded carbon steel 
12130 


Checked 


Processes 
Fer 
Mat'Is Used 
Inspection 
Signature 


Welding 


Powder Coat 


Final Inspection 


AMS 2685C 


Drawing 94011 


Drawing 94011 


Welding Rod ER70S-2 


'C 
F 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Proœss Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORK ORDER 


Drawing: 
Assembly; 


Qtv Par 


94012 
Revision G 
94012-01 
Basket Lid Ass'y (Quick-Release) 


Part# Description 
Material 
P.O./W.O. 
Checked 
1 Total 
94012-01 Basket Lid Assembly 
. A/R 
Tube 
. 1 
49216-01 Spacer 
. 1 
84262-01 Upper Handie Bracket Assembly 
. 1 
36204-10 Placard Bracket 
. A/R 
^4-16F Mesh 


4130 Steel, y4" x 0.035 Sqr. Tube 
12123 
1018 Steel, 72" Rod 
12056 
Below 
1018 Steel, 0.035" Sheet 
9010 
Expanded Carbon Steel 
12065 


Processes 
Per 
Mat'Is Used 
Inspection 
Signature 


Welding 


Powder Coat 


Final Inspection 


AMS 2685C 


Drawing 94012 


Drawing 94012 


Welding Rod ER70S-2 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Proœss Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORK ORDER 


Drawing: 
84255 
Revision 1 
Assembly: 
84255-01 
Handie Installation 


Qtv Per 
Part# 
Description 
Material 
P.O./W.O. 


1 Total 
84255-01 
Handie Installation 
. 1 
84261-01 
Handie Bar Assembly 
Below 
. 2 
84267-01 
Bracket 
Delrin, %" Sheet 
WO2012-36 
. 2 
36278-01 
Spring (1 left, 1 right) 
304 Stainless, 1/16" Dia Music Wire 
12033 
. 2 
36275-01 
Bushing 
SAE 660 Bronze, 5/16" Dia 
11030 
. 2 
AN3-12A 
Boit 
13017 
.4 
AN3-11A 
Boit 
13017 
. 12 
AN960-10 
Washer 
12132 
. 6 
MS21044N3 
Nut 
12132 


Checked 


Processes 
Fer 
Mat'Is Used 
Inspection 
Signature 


Final Inspection 
Drawing 84255 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Process Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORK ORDER 


Drawing: 
84261 
Revision 1 
Assembly: 
84261-01 
Handie Bar Assembly 


Qtv Fer 
Fart# Description 
Material 
F.O./W.O. 


1 Total 
84261-01 Handie Bar Assembly 
. 1 
36277-01 Handie Bar 
316 Stainless, 1.0 x 0.065 Rnd. Tube 
12093 
.2 
84265-01 Lever 
304 Stainless, 0.105 Sheet 
10036 
.2 
36274-01 Bushing 
304 Stainless, 7/16" x 0.065 Rnd. Tube 11057 
.2 
MS20615-4M3 Rivet 
7039 


Checked 


Processes 
Fer 
Mat'Is Used 
Inspection 
Signature 


Weiding 
AMS 2685C 
Welding Rod ER308L 


Final Inspection 
Drawing 84261 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Process Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORK ORDER 


Drawing: 
Assembly: 


Qtv Per 


84262 
Revision 1 
84262-01 
Handie Bracket Assembly 


Part # Description 
Material 
P.O./W.O. 
Checked 
1 Total 
84261-01 Handie Bracket Assembly 
. 4 
84272-01 Bushing 
. 4 
36273-01 Lid Bracket 
. 2 
36275-02 Support 


4130 Steel, 5/16" x 0.058 tube 
321 Stainless, 0.050 Sheet 
304 Stainless, 5/16" Rod 


11049 
10037 
11093 


Processes 
Per 
Mat'Is Used 
Inspection 
Signature 


Welding 
AMS 2685C 
Welding Rod ER308L 


Final Inspection 
Drawing 84262 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prier to storage. 


Approved Manufacturing Facility 73-04 
Proœss Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORK ORDER 


Drawing; 
Assembly: 


Qtv Per 


70405 
Revision 3 
70405-01 
Lid Step Modification 


Part# Description 
Material 
P.O./W.O. 
Checked 
1 Total 
70405-01 Lid Step Modification 
. 10 
70405-03 Tube 
. 1 
70405-04 Tread Plate 
. A/R 
CR3213-4-2 Cherry Rivet 


Note: Step is installed on ail bays of lid. 
Note: Remainderof assembly listed on drawing 94012 


4130 Steel, ^/4" x 0.035 Sqr. Tube 
3003 Aluminum Tread Plate, 0.063" 
12123 
12118 
12032 


Processes 
Per 
Mat'Is Used 
Inspection 
Signature 


Welding 
AMS 26850 
Welding Rod ER70S-2 


Final Inspection 
Drawing 70405 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Process Control Form 001 
10 May 2006 


Aero Design 


Parts Distribution Sheet 


Description: 


From PO or WO # 
Quantity 
Description 
Part Number 
For WO 
# 


Approved Manufacturing Faciiity 73-04 
Form 20.F.06 
Rev. Original 27 May 2013 


$ 


hi 
£- 
a 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-17 


6. Item 
7. Description 


Cargo Basket 


8. Part Number 


94010-01 


9. Qty. 


1 


10. Serlal/Batch No. 


94001-27 


11. Status/Work 


New 


12, Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity te: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4a>-QCAR 571.10 Maintenance Release 


□ Other regùîàîiSTT-speeified in blockjU- 


Certifies that uniessotbBfwise'lpecified in bioclr+37-ttjework identified in 
biock 1 lanjUlesdrïHéd in block 12, has been performedlrTconviliance with 
Jbô-OafTad/an Aviation Régulations. 


1 Six Signature 
13c. Approved Organization Number 


AMF 73-04 


"TTttr-Signah^e 
^ 
~~T4ct-App£0^ OrganizatioriJslufniJër^ 


l/di^ame 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
20 May 2013 
~T4dT-NaiT!e 
"T^ter-DattJdd/mmm/yyyy) .,,.------''^ 


Installer Responsibilitles 


Ttiis certiflcate does not constitute authorlty to Install. 


Installera working In accordance with the national régulations of a country other than that specified In block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


REV. 
DESCRIPTION OF CHANGE 
INITIALS 
DATE 
0 
INITIAL ISSUE 


DRILL #30 (0.129) 
4 PLACES 


NOTES 


ENGRAVE 0.007 DEEP AS FOLLOWS: 
"QUICK RELEASE BASKEr - 0.125 HIGH 
"EUROCOPTER AS350 & AS355 SERIES" - 0.080 HIGH 
*S/N 94001-XX" - 0.080 HIGH 
"MAXIMUM PERMISSIBLE LOAD" - 0.125 HIGH 
"300 LBS/136 KG" - 0.200 HIGH 
"AERO DESIGN LTD." - 0.125 HIGH 
"CALGARY, ALBERTA, CANADA" - 0.080 HIGH 
"403-250-8027" - 0.080 HIGH 


QUICK RELEASE BASKET o 
EUROCOPTER AS350 de AS355 SERIES 
S^4 94001~XX 
MAXIMUM PERMISSIBLE LOAD 
300 LBS/136 KG 


o 
AERO DESIGN LTD. 
CALOARY. ALBERTA, CANADA 
403-250-8027 


2.88 


3.25 
@ 
PLACARD 


94027-01 
01 
PLACARD 
6061-T6 ALUMINUM 
QQ-A-250/11 
0.063 SHEET 


PART NO. 
ITEM 
DESCRIPTION 
MATERIAL 
MATERIAL SPEC 
STOCK SIZE 


LIST OF MATERIALS 


l^s! 
SdS! 


APPROVALS 


DRAWI: 
R. RATHWELL 


CHEOŒD: 
E. BURGOIN 


DATE 


OCT 3. 2011 


UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES. 
TOLERANCES ON: 
DECIMALS 
ANGLES 
X.XXX ±0.010 
±1/2* 
X.XX 
±0.03 
X.X 
±0.1 


AERO DESIGN LTD. 
CONSULTING EN6INEERS, TRANSPORT CANADA APPROVALS, DAR 2901f 
2013 - 39TH AVENUE N.E., CALGARY, ALBERTA, CANADA, T2E 6R7 


tel- (403) 250-8027 
fax: (403) 250-6333 
innr.aerodealgD.oa 


EUROCOPTER AS350 A AS355 SERIES 
LARGE QUICK RELEASE CARGO BASKET 
PLACARD 


SCALE 1 : 1 


SHEET 1 OF 1 


DWC. SIZE 
Al 


DWG. NO. 
94027 


REV. 
0 


DESCRIPTION OF CHANCE 


INITIAL ISSUE 


PLACARD eRACKCT 


SECTION A 


SCAL£ 1:2 
-A 


1/4 TMROUOi 
H01£S CICNLY SPA 
LOCATEO MBETNEEN tlC 


BOTTOM VIEW 
02 «SH 


CROSS UDNERS: 
CTMN 


VA x 03S Tuee 
AU UD 


04 PLACARD BRACKET 
10 


TOP VIEW 
CMi. 1/3' TMtOUGH OUTBOARO SK OF lUBC 
MSOTT SPACER FUUr AND MELD M PLACE 
Omu NO. 9 (0.196) TNRCUCH AFTER «IDINC 
TTPICAL B01H CNOS 


END VIEW 


96204-10 
PLACARD BRACXET 
UO BRACXET ASS'Y 
49216-01 
SPACER 
A/R 
3/4 - 16F 
03 
UESH 
STFFI 
STEEL 
A/R 
01 
SQUARE TUK 
41.90 STœ. GOND. N 
HIL-T-6736 
0.7S X 0.035 SÛR TUBE 
^ 
94012- 01 
UO ASSEMBLY 


PART NO 
ITEM 
DESCRIPTION 
MATCRIAL/NOTE 
MATERIAL SPEC 
STOCK SIZE 


OTY 
USÎ OF MATERIALS 


NOTES: 


1. REMOVE ALL BURRS AND BREAK SHARP EOCES 


2. PRICR TO ACLDING. DRLL 1/16' \CNT HOl£S IN ASSEMBLV FOR ICNTIM OF RCLD GASES. 
WMEN ASSEMBLY IS COMPLETE. «LL ALL VENT HOlES «TM ROSETTE WELO. 


9. WEUMNC OF 4190 STEEL TO BE COWPLETEO BT CTAW METHOO TO AMS 3689C. 


HCLOING ROO SHALL CONFORM TO ER70S-2 OR EOLHVALENT. 


4. FINI»<; THOROOQHLY ClEAN AND POlAOER COAT UO ICIOCD ASSEMBLY. 
inl:; 
i!«Iiiil! 


sssn 
lilli 


E. 8URC0IN 


UNLESS OTHERMSE SPCOnEO 
OiUCNSICNS ARE IN INCHES 
ÎOlfRANCES ON: 
OECMALS 
ANGLES 
X.KXX ±0 010 
±1/2* 
XXX ±003 
X.X 
±0.1 


AERO DESIGN LTD. 
CONSULtWa CM0INBCR9. TRANSPORT CANADA APPR0VAL9. DAR 
8013 - 39TH AVENUE N.B.. CAL8ARY. ALBERTA. CANADA. Ta 
M: (4W) aW-60>T 
fu: | 


AS350 Se AS355 SERIES 
QUtCK RELEASE CARGO BASKET 
UD ASSEMBLY 


NO. 
lAEV. 
Al 
94012 


SECTiON D-D 


zzS"" r" 


iS lAnACMCNT HOOP ASTT 


SECTION B-B 
•eau i:« 
«eiw r» iKAcn 
SECTION A-A 
«eau V 
TOP \flEW 


^—[7—^cTAW 
oT*w>—17—6^ 


OUTBOARD SIDE VIEW 
«M 
>01 wosn» a<«TT 
(MC) 


END VIEW 


SECTION E-E 


AERO DESIGN LTD 


I iwwiM «weroer CâiuM «*•«•« 
Ml - «R WBM 14.. auuar. «joi». cmml m 


SECTION C-C 
AS3S0 & AS3SS SERIES 
OUiCK RCLEASE CARGO BASKET 
BASKET ASSEMBLY 
■ a 'thià-g 
to.oio 
t^/r 
A0.O3 
r AO 
94011 
G 


I miAis j~ 
oesijyiicM ff auwct 


DETAIL A 


tOUf I : a 
mCM. FMT «MNMI 


. 10 jCARGO BASKET ASSEMBLY - RH 


it cr ewwwNTt um eouniit àoom.'' -t «iwci I •ocvkui suai 


M» iBstM 


BUMPER INSTALLATION 


|.Quia<nEL£Ase basket^ 


PERMIS9BLE LOAO 
300 LBS/136 KG 
AER^OeSON LTO. 


tt «r autcMD aiMCT 
AERO DESIGN LTD 


MUO'—Wt 


PMHSKNS M( n HMl 
+"[7 Minu «■ «Cl 
aa-usaMauo 
. ^ 
««•OIUIS 
+ J, 
MT 
««-«SUS 


A5350. AS355 
OUICK RELEASE CARGO BASKET 
CARGO BASKET ASSEMBLY 


■ :-i ■ 
AO 
94010 


1/2 MCH 1UW («n- 
Z' 


61*^—{7—® 


1/2 MCH ivee («0 


OtVPHfm g tHMBt 
I WlHiS I 
0*11 


■ o»o6îg:a& 


SfUD (M03>-07 MF) 


OnU. «/16* (*0.3t) 1MRU 
rtp a PLACES 


STUe (»40a3-07 WT) 


sue (Moas-os 


DRU. VENT HOU 
TMIOUCH (1/r) 


ATTACHMENT HOOP ASSEMBLY 


CM> (7M2S-M acn 


[7 
<CTW 


MCH n«c amr) 


•aeas^ 
© -F^ 
TAP DRU 0 (0.332) 
t 
TAP 3/D-24 UNf-aA-' 
100 DCEP 
{^STIJO 


•062»^ 
L 
2.7! 
m 
TAP DRU 0 (0.332) 
C 
TAP 3/0-24 UHF-2A--' 
1.00 DCCP 
~ STUO 


■ MM AU. MM MO MAK ««AAP COOtS 


^«OJMT SLOT or Ci^ (TMS3-04) TO FIT AS NtOUMCB. 


Acut amt poPinH or su» (MQ23-OS) ru»< n «m suwAa or 
AAA|- !>■ < AS «Iflllil 


sruo (Moao-oo 


skucn e-e 


AERO DESIGN LTD 


AS350 & AS355 SERIES 
OUICK RELEASE CARGO BASKET 
ATTACHMENT HOOP ASSEMBLY 


AO 
94023 


£ 


1. Approving Civil Aviation Authority/Country 


Transport Canada 
2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39^'' Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-17 


6. Item 
7. Description 


Cargo Basket 


8. Part Number 


94010-01 


9. Qty. 


1 


1C Serial/Batch No. 


94001-27 


11. StatusATVork 


New 


12. Remarks 


13a. Certifies ttiat ttie items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération 


□ 
Non approved design data specified in biock 12, 


"~T4ar---CILCAR 571.10 Maintenance Release 
^— 
□ Other regùïiîiîjn-spesified in block_X2--— 


Certifies that unlessotbeAvtsg'specified in bîoclr+2î-tttêwrk identified in 
block lland-descfiBéd in block 12, has been perfornnedTrrTwmpiiance with 
tbe-eaTîad/an Aviation Régulations. 
'W/J 


13c. Approved Organization Number 


AMF 73-04 


~~T4tjr-Sigjiature 
^ 
~T4crApp£oyed OrganizatiorLNumtJ&r^ 


13a/wame 
JelT Clarke 


13e. Date (dd/mmm/yyyy) 
11 June2013 
^TTtdr-Natne 
—-— 
~~PteT-DateMd/mmm/yyyy) 
..._---^ 


Installer Responsibilities 
This certificate does not constitute auttiority to install. 


Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure ttiat their régulations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the appiicabie national régulations before the aircraft may be flown. 


